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winbOW=2°’ ’95 - ENGLISH 


When running Command & Conquer on an 8 Megabyte machine that is equipped with 
Windows® ‘95, a setting must be changed in order to achieve satisfactory performance. 
Follow these steps: 


1) Locate the directory where C&C was installed by using the “My Computer” or 
“Explorer” file browsing applications. 


2) When the C&C directory has been located, right click on the "C&C.EXE” executable. 
This will bring up a shortcut menu. 


3) Select “Properties” and then select the “Memory” tab on the dialogue box. 


4) Change the “MS-DOS protected-mode (DPMI) memory” section (it is at the bottom of 
the dialogue) so that the number reads “16384”. 


5) Select “OK”. C&C will now run through Windows® ‘95 by simply double clicking on 
the “Rungame” icon. Enjoy. 


wimInNDbDOW=S2 "95 - FRANCAIS 


Si vous ex&cutez Command & Conquer sur un ordinateur de 8 m&ga-octets &quip& de 
Windows® ‘95, un parametre doit &tre modifi& afin d’obtenir un r&sultat satisfaisant. 


Veuillez suivre les &tapes suivantes: 


1) Trouvez le repertoire oü est installe Command & Conquer en utilisant les applications 
de survol rapide des fichiers, intitulees “Mon ordinateur” ou “Explorateur”. 


2) Une fois que vous avez trouve le r&pertoire Command & Conquer, cliquez avec le 
bouton droit de la souris sur le programme ex&cutable “C&C EXE”. Un menu d’options 
apparaltra. 


3) Selectionnez “Propriet&s” puis l’onglet “M&moire” dans la fenätre de dialogue. 


4) Modifiez la section “mode de protection de la m&moire MS-DOS (DPMI)” (elle est 
situ&e au bas de la fenätre de dialogue) afin de faire apparaitre le numero "16384". 


5) Selectionez “OK”. Command & Conquer pourra desormais &tre ex&cut& avec 
Windows® ’95 en cliquant tout simplement sur l’icöne “Demarrer”. 





WINDOWS’ "95 - DEUTSCH 
EEE Eee 


Wenn Sie Command & Conquer auf einem PC mit 8 Megabyte Hauptspeicher unter 
Windows® ’95 ausführen, sollten Sie die folgenden Einstellungen vornehmen, um die 
optimale Leistung zu erreichen. 


Bitte gehen Sie folgendermaßen vor: 


1) Benutzen Sie den “Windows Explorer” um den Ordner zu lokalisieren in dem Sie 
Command & Conquer installiert haben. 


2) Wenn Sie den Command & Conquer Ordner gefunden haben, öffnen Sie ihn mit einem 
Doppelklick der linken Maustaste. Klicken Sie dann mit der rechten Maustaste auf die 
Datei “C&C”. Dadurch öffnet sich ein Pop-Up Menü. 


3) Wählen Sie “Eigenschaften” und klicken Sie anschließend auf den “Speicher” 
Abschnitt in der Dialog Box. 

4) Ändern Sie die Einstellung der “Arbeitsspeicher für MS-DOS-Schutz Modus (DPMI)” 
Option (ganz unten im Dialog Fenster) auf "16384”. 


5) Wählen Sie “OK”. Command & Conquer läßt sich nun unter Windows® ’95 ausführen, 
indem sie einfach einen Doppelklick auf das “Rungame” Icon ausführen. 


wWINDOW=S’ ”"95 - ITALIANO 


Quando esegui Command & Conquer su una macchina da 8 megabyte con Windows® 
‘95 installato, per avere delle prestazioni soddisfacenti dovrai cambiare l’impostazione. 


Segui il seguente procedimento: 


1) Individua la directory dove & stata installato Command & Conquer utilizzando le 
applicazioni di lettura file “My computer” o “Explorer”. 


2) Quando avrai individuato la directory di Command & Conquer, clicca su "C&C 
EXE”. Apparirä un menu. 


3) Seleziona “Properties” (Proprietä) e quindi seleziona l’opzione “Memory” (Memoria) 
nella finestra di dialogo. 


4) Cambia la sezione “"MS-DOS protected mode (DPMI) memory” (memoria modalitä 
protetta MS-DOS (DPMI) (in fondo alla finestra di dialogo) in modo che il numero sia 
"16384". 


5) Seleziona “OK”. Quindi potrai eseguire Command & Conquer con Windows® ’95 
cliccando due volte sull’icona “Rungame” (Esegui gioco). 


WINDOWS’ "95 - ESPANOL 


Cuando utilices Command & Conquer en una consola de 8 megabytes que este equipada 
con el programa Windows® ‘95, debes cambiar uno de los ajustes para obtener un resul- 
tado satisfactorio. 


Sigue los siguientes pasos: 


1) Localiza el directorio en el que estä instalado el juego Command & Conquer, usando las 
aplicaciones de hojear archivos “My Computer” (mi ordenador) o “Explorer” (explorador). 


2) Cuando hayas localizado el directorio de Command & Conquer, pulsa la parte 
derecha del ratön sobre el programa ejecutable “C&C EXE”. Apareceräi entonces un menü 
de preselecciön. 


3) Selecciona primero “Properties” (propiedades) y luego la lengüeta “Memory” (memoria) 
en la casilla de diälogo. 


4) Cambia la secciön "MS-DOS protected mode (DPMI) memory” (memoria del interfaz 
de modo protegido de DOS), que encontraräs en la parte inferior de la casilla de diälo- 
g0, de forma que el nümero sea "16384". 


5) Selecciona “OK”. El juego Command & Conquer podrä ser ahora ejecutado a traves 
de Windows® ‘95 con sölo presionar dos veces el botön del ratön en räpida secuencia 
sobre el icono “Rungame” (ejecutar el juego). 


Windows® is a registered trademark of MicroSoft Corporation. 


